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TAGS: ESTC, COCOM, RO, US 

SUBJECT: US KLYSTRON TUBE TO ROMANIA-IL 1558 

REF: A) PARIS 17583, B) COCOM DOC (77) 399 

STATEMENT IN PARA 3 OP REF B IS ERRONEOUS. OPERATION OP 
THE KLYSTRON TUBE IN THIS CASE EXTENDS TO 35.5 GHZ. VANCE 
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